ver by Chuck Metvite 
Frontispiece limerick by Matt McRodrews 


§ Rick Redoubtable: Spook Evictor by Chock Metvite 

Ik Te Assistant by Mark Moore 

15: Yoor bes Today bp Matt McKodrews 
aay bp Zephery Hoshes 
2X Te Jourats of Boonie Bright 

Rast £ Space Madness 
by Kyle Miller 

and Eid Vick 


Back cover 

by Kyle Miter 
(@ nifty color version 
of pase 2 of his story) 


WILD KINGDOM #13: April, 2002. Published by MU PRESS, 1505 SW Alaska. Seattle, WA 98106, mupress.com 
‘& mu@jetcity.com. All rights to work and characters herein is hereby retumedito thes onginal creators. No material 
‘may be copied or reproducedin any manner whatsoever without prior consent of the creators excepting for purpose 
of review. This is a work of fiction. Any similarity between names, characters, and/or persons herein and any 
persons living or dead is purely coincidental. First Printing MUPUBS #408. 


| 'TWAS THE CALL THAD BEEN 


WAITING Jos! 
| AND IT WAS A JOB FO} 
~—<—$_$— . 


RUCK 
DY 


ens 


WE'VE BEEN 
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YOURE SAYING> 
THAT YOU NEVER 
HAD SE 


LOOK, LADY... 
THERE'S SOME THINGS' 
YOU JUST GOTTA LET 
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MY DUTIES ARE THAT OF PROTECTOR 
OF PREGNANT WOMEN, CATS, THE DANCE 
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SADLY, FRIEND ANUBIS, AS OPENER OF THE 
PATH TO THE DEAD, ISNT THE PARTY ANL.. 


MAL...L.AM. HUMMM...HIS DUTIES INCLUDE PRESIDING 
OVER THE EMBALMING RITUALS AND RECEIVING THE 
PLEAS IN THE MORTUARY. 
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